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ROUSING FACILITIES, GENERAL, 

The mrrcrete floor in the "mouse" building neette lo be repaired- In the cenier primate enclosure a low spot has 
developed m the oorTCrela Ikidririgi where waler blende etler Ibe tloM haa beari daaned. The cancrete tree 
degracled in this area lo the underlying gravelly surface which is so rough arxJ uneven that Ihe water cannot be 
swept gr squeeged away. The gqngrete has turned blarjk in itiie area and dges nol rgepand to blearjti indicating 
that the Floorirtg can rK longer be sanitized as requred. Regular sanitizauon of indoor surfaces wllh which the 
primg.tes oome into oontecl is sn important part of lhe iSsease conirol program. The area of the llooring that hgg 
beoomo degraded must be repaired so that it can be properly cleaned and sanitized. Correct by 22 June 2[}14. 
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An eyil interYnew was conducted with the owners 
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